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Chapter  1  by  Diamond  Salas 

It  was  a  dark  and  stormy  night  when  i  heard  a  knock  at  the  door .  when  i  opened  the  door  i  was 
shocked  to  see  a  girl  standing  there  all  soaking  wet!!!  she  looked  really  pale  and  scary  at  the 
same  time  ! ! ! .  but  i  don't  know  why  ?  i  think  it  was  because  the  way  she  looked  mostly  because 
of  her  eye's  !!!.  they  wear  a  gleaming  red  !!!  like  a  fire  flame  they  looked  so  evil !!!  .when  she 
asked  to  come  in  my  heart  was  already  thumping  so  loud  i  could  hear  it  through  my  ears  !!!  as  i 
say  yeah  sure  come  on  in  .  so  were  did  you  come  from  ?  i  ask  as  i  shut  the  door  behind  me .  But 
when  i  turn  around  she  is  gone  !!!  and  all  i  hear  is  a  terrifying  laugh  !!!.  i  scream  and  run  up  the 
stairs  !!.  MOM  DAD  i  yell  but  when  i  go  in  there  room  no  one  is  in  there  because  i  had  forgot 
they  went  out  to  bye  some  food  !!!!.!  quickly  jump  on  the  bad  and  hide  under  the  covers  but  i 
guess  i  had  fell  asleep  because  when  i  opened  my  eyes  it  was  still  dark  and  raining  HARD  !!  but  i 
heard  my  door  bell  ring  i  went  down  stairs  to  see  it  was  my  friends .  I  open  the  door  and  they  are 
all  soaking  wet  i  laugh  .  we  have  been  ringingthe  door  bell  for  15  minutes  !!!  says  my  friend  lolly 
yeah  says  giggles  ! ! .  oh  sorry  i  say  i  was  sleeping  and  had  a  bad  dream  i  guess ..  what  was  it 
about?  asked  giggles  oh  nothing  i  say  it  was  nothing  lets  just  forget  about  it  and  have  fun  !!!  yay 
says  lolly  as  she  claps  heer  hands  together !!  i  laugh  we  talked  and  played  for  about  15  minutes 
when  we  hear  something  banging  aginst  my  window .  i  open  the  curttens  to  see  rocks  coming 
straight  to  my  window  i  jump  back  as  a  nother  one  gets  thrown  lolly  screams  with  horro  !!  stop  i 
say  as  i  look  aging  then  i  see  wear  the  rocks  are  coming  from  its  its  a  girl  i  say .  rocks  can  be  boys 
or  girls  you  dummy  !!  says  giggles  no  not  the  rocks  the  person  thats  throwing  them  its  a  girl . 
they  both  come  to  look  out  the  window  with  me .  she  looks  scary  says  lolly  as  she  bites  her  nails . 
i  know  i  add  she  looks  like  the  girl  that  was  in  my  dream  !!!  what  they  both  say!!!!  then  its  silent 


See  more  of  Story  Wars 


Login  Create  new  account 


https://www.storywars.net/stories/1095 


1/2 


29/06/2020 


Monsters 


Continue  the  story 


□  Flag  as  mature  □  receive  feed  back 


Write  a  comment... 


About  Rooms  Feedback  ^  Q 


See  more  of  Story  Wars 


Login  Create  new  account 


https://www.storywars.net/stories/1095 


2/2 


